40      DOCKETED ITEMS

-9107080141   Insp  repts  50-259/91-16,50-260/91-16 & 50-296/91-16 on 910420-
0517.No violations noted.Major areas inspected: surveillance obseryation.maintenance
observation.operational safety verification & environ equipment qualification.
PATTERSON.CA,   KELLOGG.P.   Region   2   (Post   820201).   91/06/05.   24pp.
58386:120-58386:145.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Mails." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored,Uncontrolled Release to Environ." Svc list encl.
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107080175 Forwards insp rept 50-259/91-23,50-260/91-23 & 50-296/91-23 on
910605-12.No violations reported.

WILSON,B.A. Region 2 (Post 820201). 91/06/21. NAUMAN.DA. Tennessee Valley
Authority. 4pp. 58386:100-58386:113.

-9107080179 Insp repts 50-259/91-23,50-260/91-23 & 50-296/91-23 on 910605-12.No
violations reported.Major areas inspected: selective exams of procedures & represent-
ative records, interviews w/personnel & observation of activities.
PATTERSON,CA, KELLOGG.P. Region 2 (Post 820201). 91/06/21. 8pp. 58386:104-
58386:113.

9107030084 Ack receipt of 910617 !tr informing NRC of steps taken to correct violations
noted in insp rept 50-259/91-08.50-260/ 91-08 & 50-296/91-08 on 910517.
WILSON.BA Region 2 (Post 820201). 91/06/25. NAUMAN.DA. Tennessee Valley
Authority. 3pp. 58265:094-58265:096.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co, of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160194 Forwards insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on
910430-Q503.NO violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/07/03. NAUMAN.DA. Tennessee Valley
Authority. 4pp. 58419:205-58419:212.

-9107160200 Insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on 910430-
0503.No violations or deviations noted.Major areas inspected:review of medical exam
& physical fitness performance testing of security personnel.

MASNYK.O.M., MCGUIRE.D.R. Region 2 (Post 820201). 91/07/03. 4pp. 58419:209-
58419:212.

9106280018 NRC info Notice 91-043, "Recent Incidents Involving Rapid increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107120176 Responds to NRC 910611 Itr re violations noted in insp rept 50-259/91-
17,50-260/91-17 & 50-296/91-17.Correctlve actions: revised methodology for imple-
menting four separation clearances.

MEDFORD.M.O. Tennessee VaJey Authority. 91/07/10. Document Control Branch
(Document Control Desk). 6pp. 58405:355-58405:360.

9107160119  Forwards insp repts 50-259/91-21,50-260/91-21   &  50-296/91-21  on
910518-0614.Violations noted but not citedNo response required.
WILSON.BA Region 2 (Post 820201). 91/07/10. NAUMAN.DA Tennessee Valley
Authority. 3pp. 58418:208-58418:232.

-9107160125  Insp repts 50-259/91-21,50-260/91-21   & 50-296/91-21   on  910518-
0614.Violations   noted   but  not   crted.Major   areas   inspectedplant   restartjnitial
criticalityjpower ascension test program,sustained control room & plant observation.
PATTERSON,CA,   KELLOGG.P.   Region   2   (Post   820201),   91/07/09.   22pp.
58418:211-58418:232.

9107170244 Provides response to 910611 Itr re violation noted in Insp Repts 50-259/
91-18,50-260/91-18 & 50-296/91-18.Corrective actions:unannounced quarterly visits
to all util collection facilities will be made for 1 yr from Itr date.
MEDFORD.M. Tennessee Valley Authority. 91/07/11. Document Control Branch (Doc-
ument Control Desk). 5pp. 58483:356-58483:360.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel 08 Delivery Sys." Svc list end.

ROSS1.C.E, Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107180304 Monthly operating repts for June 1991 for Browns Ferry Nuclear Plant
Units 1,2&3.W/910715ltr.

RATLIFF.SA, CARIER.P.P. Tennessee Valley Authority. 91/06/30. 13pp. 58499:148-
58499:160.

9107300052 "ADEM Discharge Monitoring Rept," for Jun 1991.

* Tennessee Valley Authority. 91 /06/30. 11 pp. 58592:348-58592:358.

S. Reportable occurrences, LERs & related correspondence

9107110081 Confirms meeting arrangements on 910712 to discuss apparent loss of
containment integrity that occurred at facility on 910605.

WILSON.BA Region 2 (Post 820201). 91/06/21. NAUMAN.D.A. Tennessee Valley
Authority. 2pp. 58411:068-58411:069.

9107110208 LER 91-007-00:on 910531,EDG auto-started due to degraded voltage con-
dition on 4 kv shutdown board.Caused by inadequate procedure control.Daily electrical
log revised. W/910701 Itr.

HSIEH.C., ZERINGUE.OJ. Tennessee Valley Authority. 91/07/01. 6pp. 58435:261-
58435:266.

9107240167 Forwards documents containing pertinent info re loss of primary contain-
ment integrity incident at plant.

TAYLORJ.M. Ofc of the Executive Director for Operations. 91/07/15. LOTT.R.
Senate. 1p. 58521:296-58521:325.

-9107240169 Forwards Itr from JJ Norris re loss of primary containment integrity inci-
dent at facility.

LOTT.T. Senate. 91/06/21. CARR.K.M. Commissioners (Post 750119). 2pp,
58521:324-58521:325.

DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9107020438 Ack receipt of 910606 Itr transmitting Rev 17 to physical security & contin-
gency plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclu-
sion into plan.

WILSON.B.A Region 2 (Post 820201). 91/06/26. NAUMAN.DA Tennessee Valley
Authority. 3pp. 58279:359-58279:362.

9107030331 Discusses evaluation of submitted info re security personnel training &
qualification plan.Based on info submitted NRC cannot make determination that plan
should be withheld from public disclosure.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603), 91/06/28. NAUMAN.DA Tennessee Valley Authority. 4pp. 58288:204-
58288:207.

9107160194 Forwards insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on
910430-0503. No violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/07/03. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58419:205-58419:212.

-9107160200  Insp  repts  50-259/91-19,50-260/91-19  &  50-296/91-19  on   910430-
0503.No violations or deviations noted.Major areas inspected:review of medical exam
& physical fitness performance testing of security personnel.
MASNYK,O.M. Region 2 (Post 820201). 91/07/03. 4pp. 58419:209-58419:212.

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 Itr.W/910708 Itr.
WALLACE,E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

9107180180 Application for amend to License DPR-52,consisting of TS 296,changing
Tables 3.2.B & 3.11.A to correct instrument identification associated w/function of in-
struments & fire protection.

BURZYNSKI.MJ. Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 3pp. 58511:268-58511:281.

-9107180183 Proposed Tech Spec Tables 3.2.B & 3.11.A re protective instrumentation
& fire protection.

* Tennessee Valley Authority. 91/07/11.11pp. 58511:271-58511:281.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107230281 Forwards Amend 8 to updated FSAR for Browns Ferry Nuclear PlantFSAR
verification program complete except for App C re structural qualification of subsys-
tems & components which will be labeled as "historical" & included in Amend 9.
MEDFORD.M.O. Tennessee Valley Authority. 91/07/17. Document Control Branch
(Document Control Desk). 3pp. 58522:001-58525:216.

-9107230283 Amend 8 to Updated FSAR for Brown Ferry Nuclear Plant.

* Tennessee Valley Authority. 91 /07/17.1,125pp. 58522:004-58525:216.

P. Operating license stage documents & correspondence

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/26. NAUMAN.DA Tennessee Valley Authority. 5pp. 58298:054-
58298:079.

-9107050188 Safety evaluation accepting Topical Rept TVA-NPOD89-A,Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.                                                                       '                            HH

 repts 50-237/91-21,50-456/91-18, 50-457/91-
